MONUMENT  RECORD 
State  of  Indiana  -  County  of  Monroe 


Section:  01  Township:9  N  Range:  1 W  Corner  ID:  Blm  W-03 

Monument  Description  &  Remarks:  5/8"  rebar  with  cap  "Bynum-Fanyo  Control  Point",  (not  the  1/2" 
rebar  reported  in  the  Vaugn  Parcel  survey. 


References  On  File:  Need  to  check  with  Kevin  Potter  and  Doug  Curry. 

Field  Book:  2000-01 

Page  No.:  42 

USGS  Quad:  Unionville 
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Tie  Sheet  Drawing 

(Not  to  Scale) 


A-5/8"  rebar  with  cap 

B-S  35°  W  22. 16'  to  MAG  nail  in  13"  black  walnut. 

C-S  67°  W  8.20'  to  MAG  nail  in  6"  hickory.S.M.  6'  A.G. 
D-N  08°  E  35.45'  to  MAG  nail  in  7"  hickory. 


I,  Kevin  P.  Enright,  Monroe  County  Surveyor,  hereb^^tAfy/^at  this  document  w^&tp 
direction  in  accordance  with  the  provisions  of  Secti^3¥©^i^W/4vf  fhp  inUiin-iiAmE 


data  is  given  under  my  hand  this  11th  day  of  Maj?f  % 
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Certified  and  sealed  by  the  Monroe  County  Surveyor  Review  Board 
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October  13, 2000 


